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Charts omitted from article published under above caption in last 
issue, September, 1907, in which 3,000 cases of general paresis were 
analyzed by types. 



Chart No. i. 


Analysis of 3,000 paretics by yearly periods. The foremost (dotted) 
line indicates the total insane admitted. The second (dotted) line, the 
total paretics admitted. The third (heavy continuous) line, the number 
of paretics of grandiose type. The fourth (dotted) line, the number of 
simply dementing type. The lowest (light continuous) line, the number 
of paretics of depressed type. 


















































Cl.ARK AND ATIVOOD 



Chart No. 2. 

Analysis of ,1,000 paretics by five-year periods. For detailed descrip¬ 
tion see Chart No, 1. 

































